DART AEROSPACE LTD 
Work Order: 


Description: Spacer, Stop 
Part Number: 
644.4113 


inspection Dwg: 644.4100 
Rev: F2 
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INSPECTION SHEET 


Drawing 


Dimension 
Tolerance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


00.75 
+/-0.030 


00.69 
+/-0.030 


0.03 
+/-0.030 


0.03 
+/-0.030 


00.48 
+/-0.030 


R0.01 
+/-0.030 


0.07 
+/-0.030 


0.13 
+/-0.030 


0.31 
+/-0.030 


00.272 
+0.006/-0.001 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
Date: 
(If necessary) 


Rev 
Date 
Change 
Revised/PV' 
Appifoved 
A 
17.07.12 
New Issue 
KJ 
# ) 
SL 
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